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FACTS ABOUT VENTILATION 
EAVIXG windows open is haphazard ventila- 
. If a breeze is stirring in the right direction 
air in the room is changed. Otherwise (he 
ight as well be shut. Desk fans do nut 
They simply drive about the air and dust 
that is in the room. 

([Positive ventilation means supplying a continual and 
adequate supply of pure air from out of doors. 
<]/j it worth while? 

«JThe Board of Health of New York City, a few years 
ago, investigated the causes of mortality in their city 
and reported that "40' t of all deaths was caused by 
breathing impure air." 

IJA report of carefully collected data states that "death 
rates have been reduced by the introduction of effi- 
cient ventilating systems in children's hospitals from 
; in surgical wards in general hospitals 
bom 44' i to 13' I ; in army hospitals from 25' t . to 6' , ; 
and in prisons from 80' [ to 8%." 
<J:)ne person in ten in the United States dies of 



'"I'll- 






ional v. 



White Plague, fresh air is recognized as 
the best preventive and the greatest curative factor. 
Consumption death rates of indoor workers are much 
higher than amongst outdoor workers. 
4JA government department reported that moving 
from a badly ventilated building into one properly 
ventilated redui ed the si. k absence of cmpl. hit, 4.5' , . 
fl.S'o much/or cjfects. What are the underlying causes? 
CJThe average man exhales from his lungs eai h hour 
upward of 1400 cubic indies of carbonic a. id gas, 
whil h, according to the Century Dictionary, when 
present in the air to the extent of 4' ] ', is a narcotic 
poison. This gas, diffusing through the air, spreads 
101 cubic feet of actual poison each hour. The effei t 
of several persons breathing in a i losed room is suffi- 
I; but when we consider the effete organic 
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matter also given out in each breath, we begin to reali 

why statisticians and doctors are constantly warnii 
us against this subtle, invisible, omnipresent poison. 
iJThe preceding paragraphs show pretty forcibly that 
positive ventilation is de< idedly worth while. In fact, 
to be without it is a slow form of suicide. 
flThis will plainly be seen when we consider that the 
normal atmosphere contains only four parts of car- 
bonic acid gas to ten thousand parts of other ele- 
ments. If the proportion be increased to eight parts, 
the air ceases to refresh our lungs and lack of energy 
ensues, while a slight increase in the proportion 
suits in weariness and heachu lies. 
fOnc well known physician maintains that the impure 
condition of the air in our houses is greatly responsi- 
ble for the pre\alem e of sin h diseases as consumption, 
pneumonia, and bronchitis, whii h together make up 
nearly one-fourth of the total mortality. 
€]|The foregoing are a few of the more important f; 
regarding the danger of breathing impure and vitia 
air and which please keep in mind as you read about 
the " Ready-to-Run" ventilating set, of which 
describe the uses and construction in the following 



<JThis apparatus is designed to give the home off 
and the office worker the advantage of proper ve 
lation, which our complete systems are giving in many 
large buildings. It is an electrically driven fan of our 
special patented multivane design and is run from an 
trie light circuit at a cost of } cent to 1J cents per 
r, according to the size of apparatus and cost of 
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of carbonic acid gas 

<J Close air tends to 
that many people 
thinking that they h; 

<JMan ; 



offices particularly need positive 

jisc, and unless positive ventila- 
gets rapidly dead and is 
that brain work is hard and 



full 



reate headaches, and it is certain 
ave important work unfinished, 
re overtaxed their strength, when 
ad air. 
their offices ii 



the fresh air and then shut themselves up all day to 
breathe air already used in the lungs of other people. 
<I Ordinary desk fans simply stir up air and dust in the 
room, while the Sturtevant " Ready-to-Run" Ventilating 
Set either blows in fresh air or exhausts foul air from 
the room. It is a compact, convenient device that 
repays its costs a hundred fold in i 
on all the workers in an office. It is a 
"3.00 p.m. drowsiness." 
<I Descriptions, sizes, and prices on p 



zing c-ffi. 
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-|^l"i>IDE of the consideration of the bene6t and 
U p7 comfort to office workers derived from good 
" ventilation, the supplying of plenty of fresh air 
i- a most profitable investment to the 
employer. When help are out sick they are paid for the 
work they don't do; if they work when they are not 
feeling well, the work lags and costly mistakes are made. 
This all means a loss to the business, and when we state 
that records in a government building show that the 
sick absences were reduced 45 per cent when they moved 
ntilated building, every manager will easily 
figure out what this would mean to his business. 
•I Besides the matter of sickness, any healthy person 
working in vitiated air gels to the end of their snap and 
vitality early in the afternoon, when if they had plenty 
of fresh air the morning enthusiasm and c-nergv would 
last all day. 

f Don't pay for vacations and then have employees 
come bai k and lose all the benefits by breathing foul air. 
q Every person should have at least 30 cubic feet of 
fresh air per minute— one of our "B" or "C'size 
sets delivers over 300 cubic feet of air per minute, 
which means enough for ten people (See page 26.) 
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-YYpkiri-THER the reception room is that of a 
3 Ip/ professional man, a banking or business 
V^*' house, it is only fair to clients or visitors to 
give them plenty of fresh air. 

<JThis is particularly necessary in a reception or wait- 
ing room because in many cases the (lasses of people 
thrown together there are of very different grades. 
People very particular as to their cleanliness and 
bodily care may have to wait in the room with those 
careless about such things, and as much of the poison 
in the air of a closed room is the small particles of 
organic matter that come with the carbonic ac id gas 
from the lungs and are loosened from the body by fric - 
tion, the danger is readily seen. 

CJThis feature particularly applies to offices of doc tors, 
oculists, etc., where a person i 



a the 



i people 



Jllrn 



» fro 



sore eyes, colds, catarrh, or similar diseases, and breath- 
ing out poisonous air. 

qi'nder conditions like the above, ordinary desk fans 
are worse than nothing, as they stir up the dust and 
germs and keep them circulating in the room, so that 
all the occupants are pretty sure to breathe them sooner 
or later. The Sturtevant set cither blows in fresh out- 
door air or exhausts the bad air, and in exhausting the 
bad air from the room takes with it the dust and germs. 
qWaiting to see anyone is always tiresome, but if the 
waiting room is stuffy and poorly ventilated it makes it 
far more unpleasant, and if you are obliged 1. 1 keep people- 
waiting, the conditions of the waiting room should be 
made as pleasant as possible. 

<JIf you measure the size of the room you wish to venti- 
late, you can figure out which size set you need from our 
explanations on page 26. 

q\Ve make all kinds of fans and systems for ventilating 
any size room or buildings and are glad to make any 
suggestions we can if you advise us fully. 
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e smell in closed telephone booths all the y 
round, and in summer the heat in tin - 
makes them almost unendurable. 
<JIt is surprising that hiiih c lass hotels and clubs which 
are so careful about the ventilation and cleanliness of 
other parts of their building allow guests to suffer not 
only the disagrccablcness of hot, smelling telephone 
booths, but also the great danger of infection. 
<|A healthy person using a booth after some one af- 
fei ted by tuberculosis or other disease of the throat, 
mouth, or lungs may come out of the lx>oth infected 
with a lifelong disease. There is hardly a place where 
\enlilation is more needed for safety and comfort, and 
the day will undoubtedly come when laws will compel 
ventilating booths for public safety. Until such time, 
hotels, clubs, and business houses should see that 
their booths have proper ventilation. 
i picture is quite self-explanatory. The 

ventilating set, which runs almost noiseli 

lie or more booths through diffusers which 
make the flow of air positive but gentle. The air thus 
for. ed into the closed liooth is let out by our patented 
device, which makes it impossible for sound to escape 
into the room or adjoini 
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^AXV vaults in banks, jewelry stores, and 

lufacturing concerns have no until.i- 

i and are full of foul and bad air. Such 

easily righted by running our portable 

itilating set in them for a short time, exhausting the 

,1 air, which will be replaced by fresh air. 

flWhen we first introduced the Sturtevant " Ready-to- 

tilating set, banks took them up eagerly, as 



ve sold a 



o which they ci 
e set t. 






1 the set, 



inquiring late in the season how they li 
they replied that they were very mue h pleased and were 
certainly getting lots of use from it, as they used it in 
the mornings in connection with the flexible discharge 
hose to exhaust all the foul air from their vaults, and 
then they removed the set to a window board connce - 

where they used it as an office ventilator. 
<J As olTie ers and I lerks in banking and brokerage houses 
work so much of the time under high tension, and yet 
uracymust be maintained, it is of prime importance 
it brain work is not dulled by poor ventilation. 
<JThc "Ready-to- Run" set is attached by a plug and 
lord, which we furnish, to an electric lighting circuit. 
The smallest size of these sets on average c urn nt 
MM costs less than 1 cent an hour to run and the 
largest sets alwmt 1J cents per hour. 
•JWe will make recommendations as to what size or 
how many sets you will need to accomplish the purpose 
you desire if you will advise us fully the size of the 
room you wish to ventilate, by how man)' occupied, 
what natural ventilation you have, etc. If, however, 

I a good general idea of this. 



be able t, 
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ed, for everyone has this subject firmly im- 
pressed on them many times, and often in toilet rooms 
connected with a good class of offices and public 
buildings. 

«JWe know of certain cases where the toilet rooms 
were almost unbearable and inside of fifteen minutes 
after one of these "Ready-to-Run" sets was started 
to exhaust the foul air, blowing it through a pipe ou 
of doors, the air in the room was as fresh as in an 
place in the building. 

flWhile the above illustration is of a set installed i 
a well built and modern toilet, where conditions ar 
as sanitary as possible, still its services even there ar 
much appreciated, but when you consider the toilets 
of some fac tories and the i lass of people who use them, 
the- value of one of these ventilators can hardly be 



When exhausting air from a room the dis- 
charge pipe can be run either to a chimney, 
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j9yjlU~.RV: are few articles that render so much 
lyi service and give so much comfort and health 
*^ as the"Readv-to-Run" Ventilating Set. Being 
portable and run by a cord and plug from an electric 
light so, tet, it can be operated in any part of the house, 
flln the winter mornings the set can be used as shown 
on page 14 to get a quick, strong furnace fire, and then 
in connection with the distribution of the heat, if the 
hot air system is used, the set can be run as shown on 
page 15, to force quantities of air through the furnace 
or to aid a poorly working register (sec page 14). 
«JThe portable set can be operated in a kitchen to draw 
out the hot air and fumes, and in the afternoon and 
evening, it can be used for either drawing out dead air 
or blowing fresh, outdoor air into the living room or 
nursery. At night the use of this set in a bedroom 
insures a positive change of fresh air without open 
windows or blowing curtains and gives to the sleeper 
all the benefits of sleeping out of doors without the 
discomforts. 

<JThere are also other uses in the home, such as ex- 
hausting dusty air from the room when sweeping or 
■ lusting, also for taking out the smell of tobacco smoke. 
<JIn the summer the set is used to blow fresh, cool 
outdoor air into the room instead of just stirring up 
dead inside air, as is the case when using the ordinary 
desk or table fan. 

<JThe following pages will show some of the applications 
in the home, and by studying out the conditions in con- 



v.ith ,. 



tS ho',. 



page 26, \ 



can figur 



appro 



> select size, 
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Ofl IX people 



thoughtful, not only of their 
health but of the way they feel when 
morning, know that plenty 
of fresh air in the sleeping room is a great factor in 
good health and in producing sound, restful slumber. 
^People ramping out on vacations often speak of the 
restful sleep they get and how they wish they could 
get the same n freshing sleep at home. Much of this 
benefit is derived from the great amount of fresh air 
the sleeper gets when ramping, and much the same 
effect ran be reproduced in your home by the use of 
the Sturtevant Ventilating Set. 

•JMany small particles of dust and dead organic 
matter, oflc-n disease- laden, are floating in the air of 
homes. Fresh, outdoor air is needed to dissipate these 
and keep the- air fresh and healthy for breathing. 
<J\\c recommend for the average bedroom one 
our "H" size sets, running at slow speed, which de- 
livers 150 cubic feet of air per minute. This would 
completely change the air in a bedroom 15' long, 
10' wide, and 10' high every ten minutes. 
IJI'roprr ventilation in bedrooms makes you wake up 
feeling refreshed and ready for a good day ahead. 



READY-TO- R I IN VEN HLATINC 

^*»1\ the living room, when- people git 

J ere is certainly need of 

^^l Fill supply of fresh air. and in the nursery, 

when.- then- an- children, ih<- value of ventilation can 

I l»s<M upon carefully collected records 

- hat "Death r.iu> I . 
the ininxluetion of i 
children's - 

<|In the library or den, when' 
writing or reading 

as in schoolrooms, when- the grea 
■ 

ventilating apparatus to be open 

^People think open 

sometimes they do when the wir 

right direction, hut iru- 
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eVERYONE troubled by a poor drawing fur- 
nace will welcome this apparatus which gives 
the home owner the same principle of forced 

draft used in power plants, foundries, etc., and which 

«JA furnace unable to heat a house on cold, windy 
days can often be made- to do the work perfectly by 
blowing air through the damper into the ash pit, thus 
gelling a much hotter lire than with the natural draft. 
While being used in this way, the taking of the air 
from the cellar tends to keep the cellar walls dry and 



flln hot air systems, many times there is one room 
liffii ult to heat, while other rooms are warm enough. 
n such cases a ventilator set over the register, wilh 
small box over it, will draw a large volume of air up 
hrough the register and force it oul inlo the room. 
qShould you desire lo force hot air from one room 
another room, say ten feet distant, it can be drawn 
rough the fan and forced into the cold room through 
e flexible hose which we furnish. 
QDesi ripiion, sizes, and prices on pages 26 and 27. 
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^g^^M" nf these sets, installed a< shown above, or 
U^ as necessary to fit the individual case, will 
^**^ give a house heated by the hot air system the 
• principle of combined system of positive hot blast 
ing and ventilation that is installed in the best and 
most modern heated and ventilated buildings. 
flThe fan will draw a considerably larger volume of 
fresh air through the fresh air flue than is done by 
natural draft and force it through the furnace heating 
chamber and then through the pipes to the different 
rooms, thus giving the advantage of a large quantity of 
moderately heated fresh air, which accomplishes both 
heating and ventilation, instead of a small quantity of 
highly heated air, as obtained by natural flow. It also 
gives a more even distribution of the heat, due to the 
slight pressure created in the system. 
CJA considerable fuel saving results from this installa- 
tion, as the heating surfaces, with the same amount nf 
fire, radiate more heat when the air movement is 
increased, as it is a scientifically proved fait that air 
absorbs and transfers heat more rapidly when the cir- 
i ulalinn is increased. 
•J The fan i an be operated or 
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exhausting 


((JT how the set can be used in a kitchen, either 


Hot Air 


^•"^ bv having it set near a window disi barging 


the hot air and fumes through a window board, or 


and 


the set can be put nearer the stove and a galvanized 


Cooking 


iron discharge pipe run to a chimney, -ventilator flue, 
or window. 


Smells 


<|We have sold these sets to make a positive suction in 


from 


range hoods over stoves in homes and restaurants, 
and they are giving most satisfactory results, as thev 


Kitchens 


posilivelv draw the looking miicIIs, steam, and hot air 




up through the hood, and consequently very little if 



the set ran lie installed to blow fresh air 
hen, but this is not usually desired, as that 
ncy to force the air into the other parts 
e. Arranged to exhaust, they take with 
t of the smells of cooking, thus keeping 
■icnetrating to other rooms. 
ts show that food exposed to poor air 
orbs impurities and spoils much More 



iemg por 



I be r 



sed when the washing is I 
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Of I LTHOUGH most hospitals nc 

^*V need extra ventilation in certain rooms, and in 
the sick rooms in private homes the Sturtevant set has 
been the first "Ready-to-Run" apparatus offered which 

hospitals and sick rooms 
licrobes found in the open 

<IExperts who have made exhaustive experiments 
state that the air in poorly ventilated hospitals and 
sick rooms contains large quantities of organic matter 
which give rise to hospital gangrene and erysipelas, 
increase the severity of many diseases, and prolong 

<JAs in the sick the quantity of matter emanating from 
the skin is often largely increased and very offensive, 
the ventilating of sick rooms is of vital importance. 
Not only should the comfort of the patient be con- 
sidered, but if sick rooms are well ventilated, there 
is less danger of contagion to nurses, friends, and 
attendants. 

<JA size "B" ventilating set at low speed is almost 
noiseless and will exhaust the foul air from a room 
1C high X 15' X 1C every ten minutes. 
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?ral people are smoking, and where there is 
positive ventilation, it is not only temporarily 
unpleasant, hut that playing cards or reading for an 
evening in a room filled with smoke and vitiated air 
tends to treat e a headache the following day. 
«IThe Sturtevant portable ventilating set is particu- 
larly adapted to ventilate small card or smoking rooms, 
as it positively removes smoke and vitiated air and 
blows it outdoors. As these sets operate from an 
elei trie light circuit and can be run or not, at will, they 
are particularly adapted for use in rooms used only 
part of the day. 

flln clubs there are so many ways these fans can be 
u-ed, sue h as forcing furnace fires, ventilating kitchens, 
or used t.i blow fresh air currents like an ordinary 

iJSome of the best known clubs are using our telephone 
booth ventilator, as shown on page 8. This system keeps 
the stale tobacco smell out of the booths. 
«I Descriptions, sizes, and prices are given on pages 26 
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jTX Many Lodce and Lecture Rooms the 

I air gets so bad and foul that it is noticeable and 

" when it is noticeable the air is exceedingly im- 

re and unhealthy. Not only does the impure air 

lse headaches and discomfort, but it makes an 

dience feel sleepy and restless. 

IJYVhere there is no sufficient ventilating system in 

Mm, one or more of these portable sets will be 

found a great help, and where we have sold them for 

nail lodge rooms and moving picture theatres in 

irious parts of the country they are giving excellent 

«J/ji Small Theatres. 

IJThis "Ready-to-Run" apparatus is just the thing 

for small theatres or halls where laws make it neces- 

' to furnish a certain amount of air for the seating 
capacity, and where it is inconvenient to install larger 
fans. One or more of these fans can be located any 

:e desired in the hall and can either be used to 
blow the fresh air from the fan discharge itself, or 
pipes can be led from the fans to discharge or exhaust 

air at any place within twenty or twenty-five feet 
of the fan and in any desired direction. 

n Moving Picture Machine Booths and Ticket Offices 
they are particularly valuable, as they quickly exhaust 
the heated and dead air, or they can be used to blow 
in fresh, cool air. 



These portable sets are specially adapted to 
ventilating small theatres and lodge rooms, 
but "ce also design and are the largest 
builders in the ~<ivrld of Heating, and Ven- 
tilating Apparatus for large theatres and 
public buildings. 
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'HERE are many stores paying high rent and 
crowded for sales space that could utilize base- 
ments or other rooms which at present they 
not using, if they put in a ventilating apparatus 
that there would be plenty of pure air free from 



flGood air in the store keeps customers good nati 
and makes them feel more like buying, and it makes 
the clerks hustle and feel like selling more. A small 
percentage of increased sales pays for good ventila- 

<JFresh air in your store would prevent shopper's 

headache, which makes many women dread a day of 

shopping. 

qin Store Rooms. Many times the circulation of air 

in store rooms keeps the goods from getting musty or 

QFor frosted display windows, operate one of these 
sets in a warm part of the store, or from the basement 
below if it is warm, and force the warm air through a 
pipe discharging near the bottom of the window. 
«JThe above illustration, showing set under counter, is 
just one method of location, as the set can be attached 
to wall, shelf, or window sill as seems best. 
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eVERYONE who travels for pleasure or busi- 
ness realizes how much more comfortable and 
healthy parlor ears and coaches would be if 

h air without c inders was furnished in t he- 
winter and cool air forced into the c ars in summer. 
IJIn most trains air gets breathed over and over again, 
but in ■-< stibule and lung distance trains with no stops, 
the air gets particularly vitiated, and the reason why 
people do not realize it more is because they gradually 

IJManv people who get car sit k and complain that 
travelling gives them a headache are simply suffer- 
ing from lac k of fresh air. 
• 'ric Can and Subway Train':. 

•JClosed cle.iric cars and subway trains arc- often 
jammed full of people, and the air gels dangerou.lv 
1 1 who arc- suffering from i alarrh or othc-i 
lung troubles may be- breathing right into you- fa. c. 
tfll'ublic laws in many states specify proper ventila- 
tion for factories and public buildings and yet the 
danger in public . ars and trains is fully as great. 
<J()nc of the difficulties in properly ventilating cars has 
been that when air is taken in, cinders and dust . cum- 
in with it. We build a dust collector to operate in i on- 
junction with our ventilating sets that will furnish fresh 
outdoor air free of dust and cinders. This entire 
apparatus requires a space not over 1 foot wide > 1 foot 
high x 2 feet long in the roof of the car, and it needs 
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Al0 to-Run" sets to exhaust the (urn 
^^*^ i'li , from laboratories. Sometimes our f.ms 
have been located bo as to exhaust the air from the 
room as a whole, and sometimes they are connected 
up so as to |x)sitivelv draw out the fumes and at the 
same time the surrounding air up through 'he hoods 
over testing tables, lx>iling |x>ts, etc . 
<J/m Manufactories. We have sold many sets lo draw 
the fumes from |xits or vats where it is desirable to 
ii an. I fumes out of doors rather than have 
them spread in the rooms. K.vhausling from over pots 
or vats also helps to ventilate thl 
air and fumes must be replaced by fresh an : 

<JThe portable feature of these sets makes them par- 
ticularl) adapted lo conditions where the location of 

chemicals or Iwiling pots might Ik- often changed. 

IJThere an- a great many plat i 

ele. trie ventilators can !x used in manufacturing 
1 many times manufacturers have thought 
of spec ial uses for their own fac lory. 
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^|-£.VERYOXE who does any yachting is familial 
WTj with the musty, damp smell often found in the 
^^ cabins of motor boats and steam yachts. An- 
other uncomfortable place is the engine room, and il 
the smell and heat of the engine room is not disposed 
of in a positive way, it is pretty sure to gradually work 
to other parts of the boat. 

<JAny yacht having electricity or power to create il 
should have positive fan ventilators. Boat builders 
and owners have told us that the "Ready-to-Run" 
sets presented in this booklet are just what are wanted. 
Where we have sold them for the purpose above named, 
the purchasers have been very enthusiastic as to the 
results they have given. 

flThese sets can be used to exhaust the air or blow 
fresh air in and can, if so desired, be attai hed to the 
ceiling of the cabin, engine room, or galley, where they 
are out of the way, as shown in above illustration, or 
they can be put on a shelf or attached to the wall, as 
suits the individual requirements. 

q\Ve have built hundreds of sets similar to these for the 
United States Navy. 
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^111. above shows Size A Ready-to-Ru 

laling Set on a window board whicl 

ind taken out of a window and the sash 
lised or lowered behind it. This reversible arrange 
lent allows the fan to blow fresh out-door air into thi 
join and li\ simply turning the fan case, the set ex 
austs air from the room and blows it outdoors a 
lown in the small illustration. The attachments a 
10 side are polished brass strips held liy two si reus. 
Please do not confuse this set with the toy machine 
lii, h arc' being exploited. They look pretty and smal 
ut do not give sufficient air change. The Sturtevan 
eady-to-Run is a practical, efficient, multi-vane fai 
initiator that gives thorough, posit 



andlr- 



e of a 



for 



triors desire sc reening arrangements of any hi 
arrangements of this Kind to offer. Inn i 






«fe 



above, ready b 



prepaid anywhere ir 
the United states. We do m 
iiiimiiiil (In 
board mounting for < 
li ai 



READY-TO-RL'N VENTILATING SETi 



1 \yj :hese small 
C*i V>Ar which we h. 



\XY people have suggested uses to which 
small ventilating sets can be put and 
thought of. Perhaps you 
can think of some new use for your own home, office, 
or factory. 

^This booklet has shown some of the uses for which the 
sets are operating, and we merely mention some others. 

-isturt from coIJ s: 
ventilating confessional booths, cooling en,'.: 
motors, ventilating closets, cooling and ventilating photo- 

rjoms, phonographic demons:r: 
ventilating high grade fancy stack henh noes, 

and in all processes of manui_ I 
it is desired to quickly accomplish a cooling or drying 

^Decide as far as possible where you wish to locate the 
fan, also whether you wish it to blow fresh air in or to 
exhaust air from the room, and write us as fully as you 
-: .hat you want, so 
- upment 
^Be sure of the voltage and kind of ran 

-nating current, and state them in your 
letter or on the order blank. 

•JPaymext. We send all the sets express prepaid and 
will bill to rated business houses or people who furnish 
references. If not rated or references are not furnished, 
please send cash with order. 



:o make good all defects 
material or -j.<orkmanship in either fan 
motor for a period of . 





READY- 


TO-RUN VENTILATING SETS | 




//If*' 1 " tabte on page 27 gives the cubic ted of air L 


IV 


(lir delivered bythe fans, and this divided int.. the P 


r^ 


^•^ number of cuhu feet of air in the room you 


ill 


wish to ventilate gives the time it will take the fan to 


1 n 


completely change the air in the room. 




^Example. You have a room 15' long X W wide X 10' 




high which you wish to ventilate: multiply the dimen- 




sions of the' room 15' X 10' X 10' - 1500 cubic feet .,f 




air in the room. Our"B" si/e set, running at 1750 




revolutions per minute, handles 150 cubic feet of air 




each minute. Divide the <ulii. feet of air in the room 




by the fan delivery 1503-M50 10, the number of 




minutes it takes tin- fan to . hange the air in the room. 




«]/ atmpU. Room 50' X 30' > 12' 18,000 <ul.i. feet 




of air. two "C" si/e sets deliver 900 eul.i. feet of air 




per minute, 18.003-=- 900 20; that is. two 


How to 


sets would .hange the air in this room evet 


Figure the 


a] In a r.K.m with few people and with some natural 


Size 


■ twenty-minute air. hange is all right, hut 


You ,\ced 


i. the people are < rowded in, or where there 




is Intl.- natural ventilation, or whi 




ing, vou sllould ligun f.n a ten minute air .hange. 




€ V. K\ must run almost 




ping rooms or with 




telephone bo i s. is If 




li In ill. faster running of the 




■ i minute is not 




: all i an Ik- handled 








* 
















i- fully. 



READY-TO-RUN VENTILATING SETS 



- ?:Sb 


$££r. ! Jli 



1750 
3400 
1750 
3400 
1750 



450 



S35.00 
35.00 
45.00 

55.00 



The price includes flexible cord and plug for attach- 
ing to light socket, also, if requested, a small amount 
of galvanized iron piping painted the color of the fan, 
made and fitted so that any one at all handy with tools 
or any janitor or job carpenter can readily make a 
window board and cut the proper hole for the pipe. 

If the galvanized iron piping is not desired, we will 
furnish, included in the price of set, a flexible dis- 
charge hose which can be put on or taken off of the 
fan by a light brass band with thumb screw. Do not 
order a flexible hose with the idea of drawing air 
through it, as the suction makes it collapse. The hose 
is all right to blow air through in cases where the instal- 
lation is not permanent, but wherever possible, we 

bell shaped discharge pie e furnished if desired. 

Cost OF RUNNING at the average price of current 
is from }i cent to i'i cents an hour, according to the 
size and speed of set. 











Outside 




Weight 




Inside 








Height 


I)i..meur ..f 






Packed 




luuke Pipe 




A 


18 


9" 


4" 


3'," 


B 


30 


12" 


5" 


3-V 


C 


45 


14" 


6" 


Hi" 



s of the two speeds of the A and B 
The difference in speed is obtained 



